RUSSIAN  ORTHODOX 
Holy   Virgin  Protection 
CATHEDRAL 

2056  North  Kedzie  Ave. 
Chicago,  III.  60647 
Office:  2141  W.  Pierce  Ave. 
Chicago,  III.  (60622) 
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